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Message Text 

UNCLASSIFIED 

PAGE 01 PARIS 28703 291542Z 
ACTION AGRE-00 

INFO OCT-01 EUR- 1 2 ISO-OO EB-08 CCO-OO PASO-OO /021 W 

004872 300950Z/13 

R 291536Z AUG 78 
FM AMEMBASSY PARIS 
TO SECSTATE WASHDC 6636 

UNCLAS PARIS 28703 

E.O. 11652: N/A 
TAGS: EAGR/FR 

SUBJ: FRENCH ARTIFICIAL INSEMINATION INDUSTRY 

TO: MR. JAMES DAVIS 
CORNING GLASS WORKS 
CORNING, NEW YORK 14830 
TELEX 932499 

1 . AS A REPLY TO YOUR TELEPHONE REQUEST REGARDING THE 
FRENCH ARTIFICIAL INSEMINATION INDUSTRY, PLEASE FIND 
BELOW THE NAME AND ADDRESS OF THE FIRST FRENCH SPE- 
CIALIZED COOPERATIVE U.N.C.E.I.A. WHICH CARRIES ABOUT 

93 PERCENT OF INSEMINATION ON THE FRENCH MARKET: 

UNION NATTONALF. DES COOPERATIVES D'ELEVAGE 

ET D'INSEMINATION ARTIFICIELLE 

149, RUE DE BERCY 

75012 -PARIS - TEL: 346.12-20 

CONTACT: MR. MIGNON, MANAGING DIRECTOR 

2. PRIVATE SECTOR REPORTEDLY MARGINAL IN FRANCE. 

3. YOU MAY FIND THE FOLLOWING ORGANIZATION OF INTEREST: 

A.S.C.E.D.I.A. (ASSOCIATION POUR LE CONTROLE 
SANITAIRE, L’ETUDE ET LE DEVELOPPEMENT DE 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 PARIS 28703 291542Z 

L INSEMINATION ARTIFICIELLE) 

13. RUEJOUET, B.P. 65 
94700 - MAISONS-ALFORT 
PHONE: 893.05-95 

W. LYNN ABBOTT, ACTING AGRICULTURAL ATTACHE, AMERICAN 
EMBASSY, PARIS 
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HARTMAN 

NOTE BY OC/T: PASSED ABOVE ADDEE. 

UNCLASSIFIED 

NNN 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 jan 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: INDUSTRY, INFORMATION EXCHANGE, ANIMAL HUSBANDRY 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 29 aug 1978 
Decaption Date: 01 jan 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 jan 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978PARIS28703 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D780353-1336 
Format: TEL 
From: PARIS 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t1 978081 3/aaaaakoa. tel 

Line Count: 65 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: eedbf759-c288-dd11-92da-001cc4696bcc 

Office: ACTION AGRE 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 29 mar 2005 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: N/A 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 1590619 
Secure: OPEN 
Status: NATIVE 

Subject: FRENCH ARTIFICIAL INSEMINATION INDUSTRY TO: MR. JAMES DAVIS CORNING GLASS WORKS 
TAGS: EAGR, FR, (DAVIS, JAMES) 

To: STATE 
Type: TE 

vdkvgwkey : odbc://SAS/SAS.dbo.SAS_Docs/eedbf759-c288-dd1 1 -92da-001 cc4696bcc 
Review Markings: 
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